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(6) Maximum width at level of founda-   91 feet
lions

(7)  Width at top

(8)  Batter of face-slopes

(a) Upstream

(6) Downstream

(9)  Length at top of the dam

(a) Non-overflow

(i) Main
(6) Spillway

(10)  Cubic volume of the body of the
dam.

18 feet

As per eross   section

(0 4,610 feet
(6) 1,690 feet (Bye-wash)
7,627,181 cubic feet

B. OTHERS
(11)   Mat3rial of which the dam is    Uncoursed rubble

stone in
moitar and earth filling in the rear.

(a) 2-25

constructed
(12)  Specific gravity
(a) Mascnry
(d) EarthSU
(13)  Nature of protection and water-
proofing cf the upstream and down-
stream faces
(14)    Provision for dealing with seep-
age and drainage \\at.r
(15)    M ans of securing water tight-   Built on hard rock devoid of all
n?s& of tae foundaticns cf the dam         fissures and faults.
(16)  Contraction joints
(17)  Principal stresses in the masonry
\uth a note of methods of calcula*
tion$ employed
(18) MjgLuuai pressure on founda- 5*52 tons per square foot
tions.
(19)  Uplift pressure, calcukted or mea-
sured
(20)  Measures adopted for preventing
or counteracting uplift pressures
(27) Nature of material forming the
core or other wall
*7l